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FACULTY OF FINE ARTS Concordia 





UNIVERSITY 


DEPARTMENT OF THEATRE 





D. B. CLARKE THEATRE 
CONCORDIA’S BEST KEPT SECRET 


SIR GEORGE WILLIAMS CAMPUS 
HENRY F. HALL BUILDING 
1455 DE MAISONNEUVE BLVD. W. 
ONE BLOCK EAST OF THE GUY METRO 
IN THE LOBBY, JUST RIGHT OF THE COPY CENTRE 


Concordia 


UNIVERSITY 





